106   THE  QUADRANGLE,  ALL SOULS COLLEGE, Oxicril.    :715-1735.    N.'-hoIas Hi-.* ks:u*or.

107   CHATSWORTH HOUSE, Derbyshire.   1687-1700.   William Talman, architect.